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ner described, but of course its size is limited by the amount of light available. With a strong light, such as is used in larger lanterns, the size of the image may be greatly increased.
OXYHYDROGEN   BURNER.
A small oxyhydrogen burner may be used to advantage in connection with the toy lantern. The concentric or an-nular form of blowpipe, in which the gases are mingled as
FIG. 581.
Annular Oxyhydrogen Burner.
they issue from their respective orifices, is perfectly safe, it being impossible for the gases to mix in the tubes or gas holders. In this burner the central or oxygen tube has a conical end with a central orifice 0*03 inch in diameter. The hydrogen tube is provided with an adjustable cap, having a central orifice o'l inch in diameter. The cap is conical internally and externally, and when properly adjusted, as shown in the sectional view, the thin space between the inter- made as dark as possible, With these appliances, ordinary objects may be projected so as to be easily visible to twelve on fifteen persons. The* nearer the scene is to the microscope, the brighter will he the image.
